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Message Text 

UNCLASSIFIED 

PAGE 01 MOSCOW 07765 021849Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-07 /020 W 

021850Z 040948/43 

P R 021229Z JUN77 
FM AMEMBASSY MOSCOW 
TO USDOC WASHDC PRIORITY 
INFO SECSTATE WASHDC 8156 
AMEMBASSY VIENNA 

UNCLAS MOSCOW 7765 

USDOC FOR BEWT/TPD (THOMPSON) 

VIENNA FOR VONTILLIUS 

E. O. 11652: N/A 
TAGS: BEXP, UR 

SUBJECT: DEMOUNTABLE EXHIBITION SYSTEM SHELL SCHEME 
REFS: A. MOSCOW 7280, B. USDOC 9749, C. USDOC 6316 

1 . DEPDIR USCO AND DESIGNER SWARR MET WITH CHAMBER OFFICIALS 
RE ABOVE AND LEARNED THAT SEVERAL SYSTEMS ARE AVAILABLE 
RANGING IN PRICE FROM R 25 (U.S. 33.50) TO R 40 (U.S. 53.60) 

PER SQUARE METER. THE PRICE RANGE REFLECTS THE QUALITY OF 
SYSTEM USED. 

2. PRICES ABOVE ARE FOR SYSTEM RENTAL AND CONSTRUCTION ONLY 
AND DO NOT INCLUDE FURNITURE, CARPET, SIGNS AND LETTERING, 

GRAPHICS. DISPLAY TABLES RUN R 13 (U.S. 17.42) EACH AND 
CARPET AT R 3.80 SP.M. (U.S. 5.09). MO COSTS WERE AVAILABLE 

FOR SIGNS OR GRAPHICS NOR WERE TECHNICAL SPECIFICATIONS 
GIVEN. HOWEVER, WALL SYSTEMS ARE STANDARD SIZE (1 / 2.5M.) 

AS MOT SYSTEMS. 

3. PHOTOS ARE BEING POUCHED AND OIM DESIGN SHOULD STILL 
UNCLASSIFIED 
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HAVE SAMPLES OF SYSTEMS GIVEN TO THEM IN 1975. 

MATLOCK 
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Copy: SINGLE 
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Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977MOSCOW07765 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 
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Format: TEL 
From: MOSCOW 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 
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Line Count: 57 
Litigation Code IDs: 
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Locator: TEXT ON-LINE, ON MICROFILM 
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Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 MOSCOW 7280 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 
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Review Event: 
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Review Release Date: n/a 
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